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MINISTRY OF URBAN DEVELOPMENT 
PELHI DIVISION) 

NOTIFICATION 

New Delhi, the 27th February, 2009 
S.O. 568(E).—Whereas certain modifications 
which the Central Government proposed to make in the 
Building Bye-Laws, 1983 regarding the Clause mentioned 
hereunder were published in the Gazette of India as 
Public Notice vide No. S.O. 2958(E), dated the 
23rd December, 2008 by the Government of India inviting 
objections/suggestions in writing to the Government 
within thirty days from the date of the said notice. 

2. Whereas no objection and suggestion has been 
received in response to the Public Notice with regard to 
the proposed modifications. And whereas the Central 
Government have, alter carefully considering all aspects 
of the matter, decided to modify the Building Bye-Laws, 
1983. 

3. Now, therefore, the Central Government hereby 
makes the following modifications in the said Building 
Bye-Laws, 1983 with effect from the date of publication of 
this notification in the Gazette of India. 

Modification: 

Modify Clause 17.1 as under:— 

“17.1 Buildings, shall be planned, designed and 
constructed to ensure fire safety and this shall be 
done in accordance with Part IV Fire Protection of 
National Building Code of India. In the case of 
buildings (identified in Bye-Laws No. 6.2.4.1), the 
building schemes shall also be cleared by the Chief 
Fire Officer, Delhi Fire Service.” 

[No. K-20013/4/2008-DDIB] 
P. K. SANTRA, Under Secy. 
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